Specially Developed 
for Digital Cameras 




For the high-rate power 
demands of today's electronics- 
digital cameras, hand-held games, 
and other frequent-use electronic 
devices— both our AA and AAA 
rechargeable Ni-MH batteries give 
you the power and longevity you're 
looking for in a rechargeable battery. 
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KODAK PHOTOLIFE Ni-MH 
Rechargeable Batteries: 

• Last up to twice as long as 
standard Ni-Cd batteries* 

• Deliver superior capacity 

• Quick-charge capable 

• No memory effect 

• Provide up to 800 
charge/ discharge cycles 

• Fit any AA/ AAA- powered 
devices 

• Excellent cold-weather 
performance 

• based on rated mAh capacity 



Cycle Life Tests 
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AA-size Ni-MH cell 
(s of charge/ discharge cycles to 
60% of original capacity) 




Kodak Quest Radio Energizer 
Shack 



Cycle Life Tests 
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Our Batteries Pack More Power 



Capacity Tests 




Kodak Quest Radio Energizer 
Shack 



Capacity Tests 




Kodak Gold Radio 
Peak Shack 



Take Pictures. Further.™ 



In head-to-head testing against competitors, KODAK PHOTOLIFE 
Ni-MH Rechargeable Batteries are number one in rated capacity 
and measured charge/ discharge cycle life* 

*1999 internal Kodak tests 



KODAK 
Battery 
Chargers 
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KODAK PHOTOLIFE 

Battery Charger Model K1000 

• Quick-charges 4 AA Ni-MH or Ni-Cd 
batteries in 3 hours or less 

• Auto shut-off feature and 
reverse-polarity protection 

• Lightweight and portable 

• Easy to use 

• Includes 4 KODAK PHOTOLIFE 

AA Ni-MH Rechargeable Batteries 

• UL listed 



KODAK PHOTOLIFE 
Battery Charger 
Model K200 

• Operates from 100 to 
240V AC, 50/60 Hz, 
comes with US plug 

• AA and AAA 

compatible 

• Ni-Cd compatible 

• "Overnight" 8-hour 
charge with auto-off 
timer 

• Reverse- polarity 
protection 

• Peak voltage 
shut-down 

• UL listed 



For more information, contact: 
EASTMAN KODAK COMPANY 
343 State Street 
Rochester, New York 14650 
Phone: 1-800-242-2424 
www.kodak.com/go/batteries 



The data in this publication represent products tested under the conditions specified. 
They do not represent standards or specifications which must be met by Eastman Kodak 
Company. The company reserves the right to change and improve product characteristics 
at any time. Not all batteries are stocked in every country. 
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Flexible 

Our K200 Series of Battery Chargers 
operate worldwide from 100 to 
240V AC, 50/60 Hz 




8-hour Charge 

Overnight charge with auto-off 
timer and reverse-polarity 
protection 



Powerful 

Our AA and AAA 
rechargeables give 
you the power and 
capacity you need 
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